HER.>L\.\]V A. WIRTH 

P. O. BOX 4305 PRINCETON, FL 33032 


/ I the leading German Brand 


The H. A. Wirth line of TINA tools provides the grower and nurseryman 
with the utmost quality of precision knives and shears. TINA horticultural 
tools are of the hig hest standards to assure a clean and easily performed 
cut. All TINA tools are available in a complete range of sizes and styles 
to accommodate virtually every type of work. 

TINA knives are superior to any other brand , like TINA pruning shears 
they are manufactured to the same high quality standards. 

EVERY TINA BLADE IS HAND FORGED not machine forged as in 

ordinary brands . 

The superior edge-holding quality saves valuable time — since TINA 
cutlery needs less resharpenin g than ordinary brands. 


TIN 


TINA GRAFTING KNIVES 



No. 605 — Standard Tina pattern for grafting evergreens. 2%" blade, 4" walnut 
handle. Weight: 2 oz. — folding blade 



No. 605C — Tina pattern for grafting evergreens, 2%" blade, 4" black handle. 
Weight: 2 oz. — folding blade 



No. 606 — Tina pattern of the original "Neuffen" version. Narrow pointed 
blade makes It suitable for thin grafts. 2%" blade, 4" walnut handle. Weight: 2 oz. 
— folding blade 
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No. 606C — Same blade as No. 606, except black handle. Suitable for thin 
grafts. 2%” blade, 4" walnut handle. Weight: 2 oz. — folding blade 



No. 607 — Tina pattern for side tongue grafting. The blade is pointed and slightly 
curved,. 2%" blade, 4" walnut handle. Weight: 2 oz. - folding blade 



No. 608 - Standard Tina pattern for grafting evergreens, camelias, etc., 
blade, 4" walnut handle. Weight: 2 oz. — folding blade 



No. 608C — Standard Tina pattern for grafting evergreens, camelias, etc. 2%" 
blade, 4" black handle. Weight: 2 oz. — folding blade 



No. 685 — Tina stationary model, for evergreen grafting. Same blade as No. 605 
pattern. 2%" blade, 4" walnut handle. Weight: 1% oz. 
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No. 600 - Tina Extra Heavy Grafting Knife. Almost twice as heavy as any other 
grafting knife. 3" heavy blade, 4Vi" walnut handle. Weight: 4 oz. — folding blade 



No. 600A — Tina Extra Heavy Grafting Knife. Same blade as No. 600, but with 
curved walnut handle. 3" heavy blade, 4Vi" walnut handle. Weight: 4 oz. — 
folding blade 


TINA PRUNING KNIVES 
Walnut handles. 



No. 613 — Tina Pruning Knife for light pruning or grafting. One of the most 
versatile pruning knives. Slightly curved 2%" blade, curved 4" walnut handle. 
Weight: 214" oz. — folding blade 



No. 615 — Tina Pruning Knife for light pruning. A heavier pattern than No 613, 
with a slightly more curved blade. 2%" blade, curved 4" walnut handle. Weight: 3 
oz. — folding blade 



No. 620 — Tina Pruning Knife for light pruning, with a blade that is more curved 
than the No's. 313 and 315. 2%" blade, 4" curved walnut handle. Weight: 3 oz. — 
folding blade 
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No. 626 - Tina Pruning Knife for medium to heavy pruning. One of the most 
popular patterns. 3" blade, AVa" curved walnut handle. Weight; 4 oz. - folding 
blade 



No. 630 - Standard Tina Heavy Pruning Knife, with heavy curved blade and 
curved walnut handle. 3" blade, 4y2" walnut handle. Weight: 5 oz. - folding 

1^1 aHp 



No. 635 - Tina Extra Heavy Pattern. This is the heaviest pruning knife made. 
Very heavy curved blade, extra curved walnut handle. The best knife for the most 
demanding pruning requirements. 3%" blade, 4%" walnut handle. Weight: SVa oz. 
— folding blade 


TINA BUDDING KNIVES 



No. 640 Tina Combination Budding and Grafting Knife. Straight blade with 
barkllfter. Very suitable for grape stock grafting. 2%" blade, 4" walnut handle. 
Weight; 1% oz. — folding blade 



No. 641 - Tina Standard Pattern Budding Knife. Curved blade with barkllfter. 2" 
blade, Ya" serrated thumb supporter, 4" walnut handle. Weight: 1% oz. - folding 
blade 
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No. 641C - Tina Standard Pattern Budding Knife. Curved blade with barklifter. 
2" blade. serrated thumb supporter, 4" black handle. Weight: 1% oz. — 
folding blade 



No. 642 - Tina Special Rose Budding Pattern. Curved blade with barklifter, 2" 
blade, Vi"serrated thumb supporter, 4" walnut handle. Weight: T% oz. — folding 
blade 



No. 645F - Tina Budding Knife for roses, fruit stock, etc. 2" blade, 1" stationary 
barklifter of horn or brass. black handle. Weight: 1!4 oz. — folding blade, 
stationary barklifter 



No. 646 — Tina Combination Budding and Grafting Knife. Narrow pointed blade 
suitable for thin grafts. 2%" blade, 4” walnut handle, folding barklifter of 
horn or brass. Weight: VA oz. — folding blade 



No. 648 — Tina pattern of the original "Gaucher" version. Well suited for budding 
fruit stock, lilacs, cornus, etc. 2%" blade, 4" walnut handle, IVi" folding 
barklifter of horn or brass. Weight: 1!4 oz. — folding blade 



No. 649 — Tina pattern of the original 'Teck" version. Well suited for budding 
roses and fruit stock. 2%" blade, 4" walnut handle, 1V4" folding barklifter of horn 
or brass. Weight: VA oz. — folding blade 
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Nq. 650E — Tina pattern of the original "Elsasser" style. Brass lined genuine bone 
handle with pointed blade and barklifter. 2" blade, handle. Weight: 1 oz. — 
folding blade 



No. 650S — Tina's "Steinfurth" pattern. Same blade as No. 650E. Brass lined 
genuine bone handle with pointed blade and rounded barklifter. 2" blade, 4%" 
handle. Weight: 1 oz. — folding blade 



No. 651M - Tina patterh for budding roses in the field. Brass lined genuine bone 
nandle with pointed blade and specially designed barklifter. 2" blade, 4%" handle. 
Weight: 1 oz. — folding blade 



No. 683 — Tina stationary model. Widely used for rose budding. 1%" blade, 4" 
walnut handle.Total Length: 5%";Weight: 1 oz. 



No. 671 - Tina's popular Walnut and Pecan Budder. Stationary blades, stationary 
brass barklifter. 2%" blades, 1-1/8" spacing, 3" walnut handle, 1" brass barklifter. 
Total Length: 6%", Weight: 3 oz. 



No. 683HD — Tina’s popular Walnut and Pecan Budder. Stationary blades. Without 
Barklifter. 2Va' blades, 1 Ve" spacing, 3" walnut handle. Total length: Q'A”, Weight: 3 
oz. 
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No. 683D — Tina Walnut-Pecan Budder. By combining two #683 TINA Budding 
Knives—with ALU Spacing—we are able to supply a lower-priced Walnut-Pecan 
Budding Knife. (No Barklifter.) 


ZENITH 



No. HD083 — Zenith Walnut-Pecan Budding Knife has No. 083 blades . Solid 
Wooden Handle. No Barklifter. Our lowest-priced walnut-pecan budding knife. 



No. 940 — Original Tina Sharpening Stone. The artificial stone is manufactured of 
the highest quality materials and features a fine uniform grain not normally found 
in other sharpening stones. The round side is designed for sharpening pruning 
knives, the flat side is for grafting and budding knives. Size: 4x1 Vix^" 
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